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One of the most interesting features of construction was the substantial concrete bridge thrown across the river on a series of arches, to serve as a working platform from which to build the dam. This bridge is 50 feet wide, 2300 feet long, parallel to and 16 feet downstream from the edge of the dam
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and power house. Four railway tracts of standard gauge were laid on the bridge, on which three travelling cranes, spanning all four tracks, wi.th a base of 44 feet, are used for handling the steel forms of the dam and the material. They stand so high that cars and engines can pass underneath